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Hi Julie, 

Sorry it’s a Bar Code Printer we need updated to a newer computer. It now runs in Windows 95 and uses 
an LPT port to connect to the computer. Possibly OIT can add a LPT port to a newer computer, but it would be 
better to purchase a new Bar Code Printer when money is available. 

Thanks, 

Jim 
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